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MODERN  INDUSTRIAL ARCHITECTURE

Illustrations showing skyscraper office building types, railroad stations as Important gateways   to cities, modern   examples of industrial   plants and an
important farm  banking institution

1.  American Radiator Building, New York city.   Raymond Hood, architect

2.  333 North Michigan Avenue, Chicago.  Holabird & Root, architects

3.  Bush Building, New York city.   Heimle, Corbett & Harrison, architects

4.  New York Life Insurance Building. Cass Gilbert, architect

5.   Union  Station, Washington,  D.C.   D.  H.  Burnham  & Co., architects

6.  Exterior of the Pennsylvania Railroad Station, New York city.  McKim,

Mead and White, architects

7.  Glass   manufacturing   building,   Ford   Motor   Co.,  Fordson,   Michigan.

Albert Kahn, architect
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8.  Model  of a stocking and woollen  fabric factory,  Leningrad, Russia.
Erich Mendelsohn, architect
9.   Firestone Tyre Co., Ltd., London. Wall is Gilbert & Partners, architects
10.  Sears  Roebuck & Co. Building,  Los Angeles, California.   Nimmons,
Carr &. Wright, architects
11.  Carreras* new tobacco factory, London. ML E. & 0. H. Collins ft A. G.
Parri, architects
12.  Mitsui Bank in Tokyo, Japan.   Trowbrldge % Livingston, architects.
From a drawing by Hugh Ferris